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TSEC/HW—10 
CONFIDENTIAL CSP 6620A 


AN ELECTRO—MECHANICAL. TRANSMITTER DISTRIBUTER WITH TORN—TAPE STOP MECHANISM SPECIFICALLY DESIGNED 
TO OPERATE IN CONJUNCTION WITH THE HW—19A, IT UTILIZES A ONE-TIME KEY TAPE FOR THE SPECIFIED CRYPTO— 


SYSTEM (PYTHON). THROUGH ITS USE THE STANDARD FIVE LEVEL TELETYPEWRITER CHARACTERS PUNCHED INTO THE 
ONE-TIME TAPE ARE CONVERTED INTO ELECTRICAL IMPULSES WHICH ARE FED INTO ASSOCIATED TTY EQUIPMENT 
AND SERVE AS THE BASIC KEY FOR ENCIPHERMENT OR DECIPHERMENT OF SIGNALS, OPERATES AT 45,5 BAUD (60 WPM). 
DESCRIPTION 
PREVIOUS DESIGNATION: AFSAZ 7310 


IN USE, SERVICE TEST REQUIREMENTS WERE WAIVED 
STATUS APPROVED FOR SERVICE USE BY OPNAVINST 02651,18 OF 23 JAN 1961, SPARE PARTS SUPPORT — ESO 
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EQUIPMENT. uncias 
KEYING MATERIAL: secret—cryPro 
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(GOST IN THOUSANDS) 


ALL CLASSIFICATIONS (FOR TOP SECRET AND SPECIAL CATEGORY TRAFFIC CSPM iC, 180 REFERS) 


MAINTENANCE? xam—7 (UNCLAS) 


OPERATING: KAO-8 (CONFIDENTIAL~CRYPTO) 
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C—2842/UG,; a conTROL DEVICE USED ONLY WITH THE HW=10/194 TO AID IN THE PREVENTION OF INADVERTENT PLAIN TEXT TRANSMISSION, 
(TECHNICAL MANUALS NAVSHIPS 93506) 
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